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E.O. 11652: N/A 

TAGS: ASEC 

SUBJECT: WALK-THRU METAL DETECTOR - KHARTOUM 

KHARTOUM FOR PSO, ADDIS ABABA FOR RSO, NAIROBI FOR OIC/RTC 
AND RSS; FROM SY/OPS/T. 

REF: OIC/RTC MEMO DATED JANUARY 25, 1978 

1 . INTEX METAL DETECTOR SHIPPED DIRECT TO KHARTOUM AS 
FOLLOWS: 

A. GBL IS K-4,23 1,751. 

B. AIRWAY BILL NUMBER IS 015-6683-6313, VIA TWO FLT 846 
THROUGH ROME AND FIRST AVAILABLE FLIGHT THEREAFTER. 
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C. THE TWO BOXES ARE ADDRESSED TO AMERICAN EMBASSY 
ATTN: PSO. 

2. ADVISE SY/OPS/T WHEN UNIT HAS BEEN INSTALLED. 

3. IF UNIT IS NO LONGER NEEDED AT KHARTOUM, ADVISE 
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SY/OPS/T IMMEDIATELY. CHRISTOPHER 
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